'6 l/Z.0/92 }01!d;snjj_ uo sjojjpdtuoo uibuj }suie6e p9jediuoQ [2] 'A]dde ssBjeqo uorpipDueo pus suojsnpxe 'suogipuoQ -sAep q£ isJi^ eq} ujqjjM epeuu aq ueo suujep ojsj (1] 


011° }no£’6 


4U0110DX3 


WXm 



9J03S londisnji jno 


9DJAJ9S jsiioq lenuuy |gg papnpuj jnoqei ^ sped / LhZ sinoneD paj{uinu(jgj 



e jaowoid Qim doi s m mi hum ioinim mi aqvbh 



1QISNI3003 
3AIS013X3 

M0A139 


Our Trustpilot score 


Excellent 9.3 out of 10 


CORGI HOMEPLAN ESSENTIALS FROM 


BRITISH GAS HOMECARE TWO FROM 


A MONTH 

PLUS FIRST 3 MONTHS FREE 
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[11 No claims can be made within the first 30 days. Conditions, exclusions and cancellation charges apply. t2] Compared against main competitors on Trustpilot 26/07/19. 





























GET 3 MONTHS FREE 

(BOILER BREAKDOWN COYER 
FROM THE UK'S TOP RATED PROVIDER 



WINTER MIGHT SEEM LIKE A WORLD AWAY, BUT IS YOUR BOILER READY? 




FIRST 3 MONTHS FREE 


HOMESERVE 

GAS CENTRAL 
HEATING COVER 


BREAKDOWN COVER 
BENEFITS 


BRITISH GAS 

HOMECARE TWO 


0 Over 4,500 CORGI HomePlan 
approved engineers nationwide 

f Parts and labour included 111 

$ A second year fixed price at 
£13 a month 131 


CORGI HOMEPLAN 

ESSENTIALS 


£17 A MONTH 

PRICE INCREASE 


£14 A MONTH 

PRICE INCREASE 


PRICE (FROM) 


FIXED PRICE 
£13 A MONTH 131 


Call us today and get 3 MONTHS FREE boiler and home emergency cover, with 24/7 support 
from over 4,500 CORGI HomePlan approved engineers nationwide, plus an annual service to 
help keep your hot water and heating working safely and efficiently. 

With our exclusive offer and lower monthly price of £13 [3] vs British Gas £17 [4] a month 
you'll save £87 in year 1. What's more, unlike British Gas or HomeServe, our prices 
won’t rise in the second year. Ready to take out cover? It’s easy. You can even switch 
from your current supplier. Just call and we’ll help. 


YOU WILL BENEFIT FROM: 


FIXED RENEWAL PRICE 
FORYEAR 2 


0 Annual boiler service 
0 Help is on hand 24/7 

$ Unlimited callouts for 
breakdowns and repairs 


Boiler & central heating cover 

Annual boiler service & safety check 

Unlimited callouts 

Callout excess 

Parts & labour 

24/7 emergency helpline 


/ 

/ 

/ 

£60 

/ 

/ 


/ 

/ 

/ 

£60 

/ 

/ 


WE RE THE UK'S TOP 
RATED PROVIDER 21 

Our Trustpilot score 


Excellent 9.3 out of 10 


British Gas HomeCare Two includes Gas Supply Pipe, Accidental Damage, Trace & Access, Damage Caused By Freezing & Boiler Replacement for qualifying boilers. 
HomeServe Gas Central Heating Cover includes Boiler Replacement for qualifying boilers. All prices correct at time of print. 


DON'T MISS OUT. CALL FREE ON 

0800 804 4118 =T‘ 

or visit corgihomeplan.co.uk 

t1] No claims can be made within the first 30 days. Conditions, exclusions and cancellation charges apply. [2] Compared against main competitors on Trustpilot 26/07/19. 
t3] For boilers aged 7 years and over an additional £2 will be charged (£0 for the first 3 months in year 1). This product has a £60 excess which can be reduced to £0 for 
an additional premium. [4] Compared against British Gas HomeCare Two on 26/07/19. 

CORGI HomePlan policies are underwritten by Royal & Sun Alliance Insurance pic (No. 93792). Registered in England and Wales at St. Mark’s Court, Chart Way, 
Horsham, West Sussex, RH12 1XL. Authorised by the Prudential Regulation Authority and regulated by the Financial Conduct Authority and the Prudential Regulation 
Authority. CORGI HomePlan Ltd is authorised and regulated by the Financial Conduct Authority under firm reference number 824122 to carry on insurance distribution. 
CORGI HomePlan Ltd is registered in Scotland (No. SC358475). Registered.Office: 1 Masterton Park, South Castle Drive, Dunfermline, KY11 8NX. 














